POWERFUL VACUUM CLEANERS FOR BIG CLEAN-UP JOBS 
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5-GALLON, 1-HP MODEL. Designed 


for hard-to-keep-clean areas such as’ 


work shops and factories. Does clean-up 
jobs with ease that would ruin an ordi- 
nary vacuum cleaner. Hose has big 2!4- 
inch diameter, 6-inch nozzle that picks 
up sawdust, chips, sticks, and stones. 
Attaches to power tools such as saws 
or routers for sawdust and chip removal. 


Motor is located near top of drum— 
debris drops to bottom of the drum, 
allowing free air-flow and peak effi- 
ciency. Top of drum unclamps to empty. 


Carrying handle, 6-ft. flexible hose, 6” 
nozzle, 242” to 1%” adapter, 1-hp mo- 
tor. Gold enamel. 18” high, 12” dia. 
U.L. Listed. 115 V, 50-60 Hz. AC. 


26D 2515 X. Shpg. wt., 15 lbs. 26.95 


10-GALLON, 1-HP. Has steel drum 
19 inches high, 15” diameter. 


260310) X. Shpg. wt., 20 Ibs...29.95 


825-AZ. 114” ACCESSORY KIT. Tools 

for general cleaning... With 11%” 
adapter for 244” vacuum cleaners. 
2601250 X. Shpg. wt., 4 lbs...19.50 
ACCESSORY SET. (Not illus.) Extra-long 
14-inch floor nozzle, brush, 30” extension 
handle, conversion coupler. 
26D 3103 X. Shpg. wt., 3 Ibs.....9.95 
26 D 3636 X. 6’ Hose Ext. 1% lbs. 6.95 
26 D 3637. Crevice Tool. 8 oz...... 3.75 
26 D 3638, Filter Bags. 40z. Pkg. 5 for 98¢ 
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VAC-CART. Permits easy rolling of 
vacuum cleaner to the job. Saves 


stooping and lifting. Complete with 


bag that holds extension handles, noz- 
zles, brushes, other accessories. 
2601257 X. For 5-Gallon Vaeuum. 


 Shpg. wt., 6% Ibs.......... ava «10595 


2601258 X. For 10-Gallon Vacuum. 
Shpg. wt., 642 Ibs......... 200 ee 10.95 


CASTER SET. Excellent for large shops 
or any wide-cleaning area. Casters 

snap on and off quickly and easily. 

Roller ball-bearing casters for smooth, 

effortless movement. 

26D3104 X. For 5-Gallon Vacuum. 


Shpg. wt., 13% Ibs.......... Ee ef) 
26D3105-X. For 10-Gallon Vacuum. 
Shpg. wt., 1% Ibs......... eee bes 3.39 


Allied Stocks Latest Tools for Shop or Factory 


